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Compazine, Mr-29; Ap-17; My-15; Jl- 
11; S-40; N-7 
Spansule, Je-34; Jl1-3; Ag-3; S-21; O-39; 
D-19 


E. R. S@uipB AND Sons, Div. OF MATHIESON 
CHEM. Corp. 
Ether, Ja-IBC; Mr-IBC 
Rautrax, N-IBC; D-IBC 
Vesprin, F-IBC; Ap-IBC; My-IBC; Je- 
IBC; J1-IBC; Ag-IBC; S-IBC; O-IBC; 


T 


TRAVENOL LABORATORIES, INC., PHARMACEUTI- 
CAL PRODUCTS, DIVISION OF BAXTER 
LABORATORIES, INC. 

Cozyme, Ag-17; S-25; O-29; N-19; D-39 
Urevert, Ap-40 


U 


THE UPJOHN COMPANY 
Albamycin, Ag-16; S-27; O-37; D-35 
Gelfoam, My-25; Je-15; J1-9 
Lipomul I.V., F-33, 99; Mr-7; Ap-23 
Solu-Cortef, N-33; D-22 


Ww 


WARREN-TEED PRODUCTS COMPANY 
Kaon, J1-15; Ag-30 
Ilopan, Ja-9; F-14; Mr-14; Ap-33; My- 
32; Je-14; S-30; O-30; N-16 
Modane, D-38 


West CHEMICAL PrRopuctTs, INC. 
Wescodyne, Ja-22-23; Mr-24; My-10; 
S-24 


WINTHROP LABORATORIES 
Alevaire, Mr-16; My-12; Je-19; N-34 
A.P.C. with Demerol, Ja-49; S-32 
Demerol, Ag-14 
Lavema, J1-12-13 
Zephiran, F-25; Ap-10; O-27; D-21 


WYETH LABORATORIES 
Mepergan, Ag-2; S-33; O-6; N-52; D-10 
Tubex, Ja-17; F-29; Mr-13; Ap-35; My- 
13; Je-28; Ag-18; S-37; O-571; N-628- 

629; D-36-37 


p Key TO ABBREVIATIONS FOR MONTHS: 


Ja January 

F February 
Mr March 

Ap April 

My May 

Je June 

Jl July 

Ag August 

Ss September 
O October 
N November 
D December 
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